GENERAL  ORDERS,  \  WAR  DEPARTMENT, 

>  Adjutant  General’s  Office, 

No.  15.  ^  Washington,  January  19, 1863. 

I. . Assistant  Surgeon  A.  J.  Baxter,  U.  S.  Army,  is,  by  direction  of 
the  President,  hereby  dismissed  the  service  of  the  United  States. 

II.  -So  much  of  “General  Orders,”  No.  208,  of  December  17,  1862, 
as  directs  the  muster-out  of  service  of  Additional  Paymaster  Joseph  A. 
Nunes,  is,  by  direction  of  the  President,  revoked. 

By  order  of  the  Secretary  of  War: 

0 

L  THOMAS, 

Adjutant  General. 

Official  : 


Assistant  Adjutant  General. 


